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Clinical observation of patients with Fabry disease 
after switching from agalsidase beta (Fabrazyme) to 

agalsidase alfa (Replagal) 
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Purpose: Fabry disease is a rare, X-linked, inherited lysosomal 
storage disorder that can be treated with the enzymes agalsidase 
alfa (Replagal) and agalsidase beta (Fabrazyme). Currently, there is 
a global shortage of agalsidase beta, and this has increased global 
demand for agalsidase alfa. We assess the feasibility of switching 
patients on agalsidase beta treatment to agalsidase alfa instead. 

Methods: This analysis is part of an ongoing observational study 
involving 11 patients with Fabry disease in whom the treatment was 
switched from agalsidase beta (1 mg/kg every other week) to agal- 
sidase alfa (0.2 mg/kg every other week). Data were collected for a 
minimum of 36 months: 24 months before and 12 months after the 
switch. Serial data were evaluated with respect to renal function, car- 
diac mass, pain, quality of life, and tolerability/safety. 

Results: Indexes of renal function (estimated glomerular filtration 
rate) and cardiac mass (left-ventricular mass index), pain (Brief Pain 



Inventory), and quality of life (EuroQoL-Dimensions) clearly showed 
that, in patients switched to agalsidase alfa, Fabry disease stabilized 
during the 12 months of follow-up. 

Conclusion: Despite the limitations of this preliminary observa- 
tional study, it was found that all the patients maintained disease 
stability when treated with agalsidase alfa, as evidenced by esti- 
mated glomerular filtration rate, left-ventricular mass index, 
pain scores, and quality- of- life indexes, throughout 12 months of 
follow-up. 
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INTRODUCTION 

Fabry disease is an X-linked, inherited, lysosomal storage dis- 
order caused by a deficiency of the enzyme a-galactosidase A. 1 
a-Galactosidase deficiency results in the accumulation of glo- 
botriaosylceramide (Gb3 or ceramide trihexoside) and other 
neutral glycolipids in many tissues and cell types throughout the 
body, ultimately leading to cellular abnormalities and triggering 
inflammation and fibrosis. 2 The consequences of these biochem- 
ical changes can be wide-ranging, and include acroparesthesias, 
hypohidrosis, angiokeratomas, corneal opacities, cerebrovascu- 
lar lesions, cardiac disorders, and renal dysfunction. 13 Organ 
dysfunction and pain are usually the first clinical manifestations 
of Fabry disease and, at this stage, some degree of irreversible 
damage may already have occurred. The onset of symptoms gen- 
erally starts during childhood and, by middle-age, life-threaten- 
ing complications often develop in untreated patients. 2 

Fabry disease is rare, with an incidence estimated to be between 
1 in 40,000 and 1 in 117,000 worldwide. 4 There are no known 
ethnic predispositions, although regional pockets with increased 
prevalence can occur because of founder effects, as documented 
in Nova Scotia (Canada) and West Virginia (USA). 2 Life expec- 
tancy is reduced by -20 years in untreated men and by ~ 1 5 years 
in untreated women. 3,5 The cause of mortality in female patients is 



usually cardiac failure, whereas renal failure is the most frequent 
cause of death in male patients. 3 In the recent past, organ trans- 
plantation and dialysis have increased the longevity of patients 
with Fabry disease, and this has resulted in an increased preva- 
lence of cardiac and cerebrovascular events in these patients. 6,7 

A milestone in the treatment of Fabry disease occurred with 
the introduction of enzyme replacement therapy (ERT) in 
2001. 8 Two preparations of the enzyme a-galactosidase A are 
now available: agalsidase alfa (Replagal; Shire Human Genetic 
Therapies, Lexington, MA) and agalsidase beta (Fabrazyme; 
Genzyme, Cambridge, MA). To date, >2,000 patients with 
Fabry disease have been treated with ERT. 9 However, since June 
2009, there has been a worldwide shortage of agalsidase beta as 
a result of viral contamination in the manufacturer's produc- 
tion facility. This shortage has led to a series of recommenda- 
tions including dosage reductions (i.e., spreading the usual dose 
over a longer time period). The recommendation was made in 
an attempt to maintain current users on the limited supplies of 
agalsidase beta that are available, in view of the fact that full- 
scale production is not anticipated to be restored before the 
first quarter of 2012 at the earliest. However, these new guide- 
lines were reviewed by a consensus group of treating physicians 
and reported by the European Medicines Agency in October 
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20 10. 10-12 At this meeting, it was noted that there was a steady 
increase in the number of adverse events reported, presumably 
because of clinical deterioration in patients receiving agalsidase 
beta at less than the licensed dose. Currently, the general con- 
sensus is that patients should receive only licensed, approved 
doses of agalsidase beta ( 1 mg/kg once every 2 weeks), and if this 
is not possible, then switching to treatment with agalsidase alfa 
(0.2 mg/kg once every 2 weeks) is a possible option. 10 However, 
as noted by the European Medicines Agency, very limited clini- 
cal data are available regarding patients in whom the treatment 
is switched between the different forms of a-galactosidase A 
enzyme. 10-12 

In Japan, from the year 2009, we started switching treat- 
ment from agalsidase beta to agalsidase alfa for patients with 
Fabry disease, because of the worldwide shortage of agalsidase 
beta. In this report, we review clinical findings in 11 patients 
who have been receiving the new treatment (after the switch) 
for at least 12 months. The aim of this study was to ascertain 
the safety and effects on disease stability when treatment was 
switched from agalsidase beta to agalsidase alfa. We investi- 
gated the potential clinical changes by evaluating 12 -month 
prospective data and comparing them with retrospective data 
recorded in the patients' medical charts for at least 24 months 
before the switch. 

METHODS 

Study design and plan 

This is an ongoing observational study involving male and 
female patients with Fabry disease in whom treatment was 
switched from agalsidase beta (Fabrazyme) to agalsidase 
alfa (Replagal). Before the supply shortage of agalsidase beta 
occurred, 13 Fabry patients in Japan were being treated with 
agalsidase beta 1 mg/kg every other week in our hospital. Of 
these, 11 agreed to switch to agalsidase alfa 0.2 mg/kg every 
other week without any interval, whereas the other 2 patients 
preferred to remain on agalsidase beta at the decreased 
dose of 0.3 mg/kg every other week. The first patient for the 
switched treatment regimen was recruited on 5 November 
2009, and the final patient on 24 November 2009. All data 
were collected from medical records at the medical insti- 
tutes where the patients were being treated for Fabry disease. 
The names and identities of the patients have been removed 
or changed to preserve patient anonymity and to maintain 
confidentiality. 

This study reports the data from these 11 patients with 
Fabry disease who underwent a switch in therapy, and for 
whom at least 36 months of continuous data were available, 
including 24 months before and 12 months after the switch 
from agalsidase beta to agalsidase alfa. Clinical assessment 
was performed through evaluation of relevant disease mea- 
sures, treatment parameters, safety/tolerability, and Fabry 
disease-related clinical events, as recorded on the medical 
charts of individual patients. The study was approved by 
the appropriate institutional review boards and was con- 
ducted in accordance with the ethical provisions set out in 



the Declaration of Helsinki, and all applicable local laws and 
regulations. All the patients were required to provide writ- 
ten, informed consent before inclusion into the study. 

Patients 

Patients were eligible for the study if they met the following 
criteria: 

• Hemizygous male or heterozygous female with a 
confirmed diagnosis of genetically acquired Fabry 
disease; 

• Currently being treated with agalsidase beta at the rec- 
ommended dosage of 1 mg/kg every other week for the 
indication of Fabry disease as previously diagnosed at our 
institution using Japanese diagnostic criteria including 
reduced a-galactosidase A activity and genotyping; fam- 
ily history; abnormal Gb3 deposits in biopsy samples; and 
increased urinary Gb3 excretion; 

• Received agalsidase alfa 0.2 mg/kg every other week for 
>12 months after the switch from agalsidase beta; and 

• The medical chart data included detailed information 
regarding Fabry disease history, laboratory data, clini- 
cal findings relevant to Fabry disease, and relevant safely 
information. 

The main exclusion criteria were 

• Concomitant administration of agalsidase alfa before the 
switch; 

• The switch took place before November 2009; 

• The switch was initiated for any reason other than the 
worldwide shortage of agalsidase beta; or 

• The patient received any investigational drugs, or treat- 
ment using investigational medical devices, within the 30 
days before commencement of the study. 

Treatment 

Patients who were treated with agalsidase beta 1 mg/kg 
every other week were switched immediately (without any 
interval) to treatment with agalsidase alfa 0.2 mg/kg, admin- 
istered intravenously every other week, over a period of 
40-60 min. 

Data collection and study end points 

The data collected retrospectively included patient demo- 
graphics at the time of the switch, such as gender, age, height 
and body weight, medical history, Fabry disease diagnosis, 
vital signs, and laboratory data (serum biochemistry, hema- 
tology, and urinalysis) . Also documented retrospectively were 
relevant data pertaining to plasma and urinary Gb3 levels, 
renal function (serum and urinary creatinine levels and/or 
estimated glomerular filtration rate (eGFR) if available), car- 
diac mass (left- ventricular mass index (LVM index)) obtained 
by echocardiography, Fabry disease-related pain and quality 
of life (QOL), and safety/tolerability data (all adverse events, 



780 



Volume 14 | Number 9 | September 2012 | GENETICS in MEDICINE 



Switching from agalsidase beta to agalsidase alfa in Fabry disease | TSUBOI and YAMAMOTO 



ORIGINAL RESEARCH ARTICLE 



infusion reactions, and antibody titers of anti-agalsidase alfa 
and beta antibodies). 

The following were determined at the preswitch period (base- 
line) and prospectively at 6-month intervals: 

• Plasma Gb3 levels 

• Renal function (eGFR, using the Chronic Kidney Disease 
Epidemiology Collaboration equation) 13 

• Cardiac mass (LVM adjusted for height with the Devereux 
formula) 14,15 

• Pain scores using the Brief Pain Inventory questionnaire 
(average and worst scores) 16 

• QOL (EuroQoL-Dimensions) 17 

• Severity of signs and symptoms of Fabry disease using the 
Mainz Severity Score Index 18 

The safety of agalsidase alfa was evaluated by monitoring the 
occurrence of adverse events, the use of concomitant drugs, 
laboratory test results, vital signs, antibody production, and 
the use of premedication (for infusion reactions). 

Statistical methods 

Unless stated otherwise, the data are presented as mean values ± 
s.d, maximum, minimum, median, and 25 and 75% quartiles. 
Given the small numbers of patients involved in this case series, 
limited statistical analyses were performed. Paired £-tests or one- 
sample Wilcoxon tests were used to compare preswitch findings 
on agalsidase beta with 6-month and 12-month results after 
switching to agalsidase alfa; P values <0.05 were considered sta- 
tistically significant. 



RESULTS 

Demographics 

This study is ongoing and the data (retrospective, baseline, and 
postswitch) reported herein are those of 11 patients with Fabry 
disease who agreed to switch treatment from agalsidase beta 
to agalsidase alfa. They were part of a group of 13 patients on 
agalsidase beta treatment for whom a change in ERT was neces- 
sitated by the shortage of supply of the treatment drug; 2 of the 
13 patients chose to remain on agalsidase beta treatment at a 
reduced dosage of 0.3 mg/kg; the data of these 2 patients are not 
included in this analysis. The 1 1 patients in whom this prelimi- 
nary assessment was carried out comprised 7 women (mean age 
52 years) and 4 men (mean age 38 years) with Fabry disease who 
had completed 12 months of postswitch therapy with agalsidase 
alfa by the end of 20 10. Individual patient baseline demographic 
data, including the date at which treatment was initiated, are 
shown in Table 1; the mean, median, minimum, and maximum 
baseline findings relating to renal function, LVM index, pain, 
and QOL are presented in Table 2. Three patients were receiving 
concomitant medications: carbamazepine for pain relief (n = 2) 
and an angiotensin receptor blocker for hypertension (n = 1). 

Clinical evaluations after the switch to agalsidase alfa 
treatment 

The main clinical findings in this group of 1 1 patients with Fabry 
disease for whom the treatment regimen was switched from 
agalsidase beta to agalsidase alfa (parameters at 6 and 12 months 
after the switch versus before the switch) are summarized in 
Table 2. In terms of clinical outcomes (renal function, cardiac 
mass, pain, and QOL), there were no statistically or clinically 



Table 1 Individual demographic and preswitch data for 1 1 patients with Fabry disease who switched from agalsidase beta 
to agalsidase alfa 



Case 


Gender 


Age at 
switch 
(years) 


Age at 
diagnosis 
(years) 


Agalsidase 

beta 

started 


Agalsidase 

alfa 

started 


Agalsidase 
beta duration 
(months) 


Plasma Gb3 
preswitch 
(nmol/l) a 


a-Galactosidase 
activity 
(Agal U) b 


Gene 
mutation 


1 


M 


39 


33 


May 2004 


Nov. 2009 


66 


3.8 


4.5 


E358K 


2 C 


F 


68 


40 


May 2003 


Nov. 2009 


77 


4.3 


7.5 


E358K 


3 d 


M 


37 


36 


Sep. 2008 


Nov. 2009 


14 


3.0 


2.5 


I270T 


4«i 


M 


31 


5 


Feb. 2005 


Nov. 2009 


57 


4.2 


2.6 


H46L 


5 


F 


54 


50 


Mar. 2005 


Nov. 2009 


56 


3.4 


12.5 


H46L 


6 C 


F 


67 


40 


Mar. 2007 


Nov. 2009 


33 


4.1 


7.3 


L311R 


7 


F 


23 


20 


Aug. 2008 


Nov. 2009 


15 


3.0 


8.6 


Q250P 


8 C 


F 


56 


38 


Jul. 2005 


Nov. 2009 


52 


3.8 


11.2 


1051 1del4 


9 


M 


46 


41 


Jun.2004 


Nov. 2009 


65 


2.0 


2.5 


Q250P 


10 


F 


38 


6 


Apr. 2006 


Nov. 2009 


43 


3.0 


14.4 


8337del1 
Del1b#188 


11 d 


F 


61 


40 


Nov. 2005 


Nov. 2009 


48 


3.1 


19.2 


E358K 


Mean ± s.d. 


M = 4; F = 7 


47.3 ± 14.3 


31. 7± 14.3 


N/A 


N/A 


47.8 ± 19.4 


3.4 ±0.7 


Men: 3.0 ±0.9 


N/A 



Women: 11.5 ±4.0 



Agal U, a-galactosidase units; F, female; Gb3, globotriaosylceramide; M, male; N/A, not applicable. 

"Plasma Gb3 upper limit of normal: 2.9 ± 1 .4 nmol/l. b Normal level of enzyme activity: males >1 7 Agal U; females >20 Agal U. 'Patients numbered 2, 4, 6, and 8 had a stroke 
before switching to agalsidase alfa. d Patient 3 was receiving carbamazepine; patient 4 was receiving carbamazepine and an antiplatelet agent; and patient 1 1 was receiving 
an angiotensin receptor blocker. 
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Table 2 Clinical measures at baseline, and 6 and 12 months after switching from agalsidase beta (Fabrazyme) to agalsidase 
alfa (Replagal) in 11 patients with Fabry disease 



Parameter 


Agalsidase beta 


Agalsidase alfa 


Before switch 


6 Months after switch 


12 Months after switch 


Plasma Gb3 concentration (nmol/l) 








Mean ± s.d. 


3.43 ±0.69 


3.95 ±0.86 


4.02 ± 0.85 (n= 10) 


Min-median-max 


2.0-3.4-4.3 


2.4-3.8-5.8 


2.5-4.0-5.7 






P=0.0273 3 


P = 0.0078 vs. before 3 








P= 0.51 17 vs. 6 months 3 


Renal function (eGFR ml/min/1.73 m 2 ) 








Mean ± s.d. 


89.97 ±21. 51 


89.99 ±2 1.52 


90.60 ±22.28 


Min-median-max 


54.7-93.4-124.4 


52.6-86.8-122.2 


54.7-89.9-120.0 








p = 0.9844 3 


Cardiac (left ventricular mass index glm 27 ) 








Mean ± s.d. 


58.06 ± 15.65 


52.68 ± 13.97(n = 9) 


51 .59 ± 1 5.57 


Min-median-max 


29.0-58.7-77.3 


28.2-53.8-68.6 


23.3-51.7-80.7 






P=0.0195 3 


P = 0.0137 3 


Brief Pain Inventory (average pain) 








Mean ± s.d. 


0.5 ± 1.0 


0.4 ±0.7 


0.2 ±0.4 


Min-median-max 


0-0-3 


0-0-2 


0-0-1 






P = 1.0000 3 


P = 0.5000 3 


Brief Pain Inventory (worst pain) 








Mean ± s.d. 


0.6 ± 1.6 


0.6± 1.2 


0.4 ±0.9 


Min-median-max 


0-0-5 


0-0-3 


0-0-3 






P= 1.0000 3 


P = 0.5000 3 


QOL (Health Index) 








Mean ± s.d. 


75. 5± 15.1 


81. 8± 12.7 


83.2 ±11.9 


Min-median-max 


40-80-100 


50-80-100 


60-80-100 






P=0.2188 a 


P = 0.1523 3 


QOL (EuroQoL-Dimensions) 








Mean ± s.d. 


1.0 ±0.0 


1.0±0.0 


0.9±0.1 


Min-median-max 


1-1-1 


1-1-1 


1-1-1 






Not possible 


P=0.2500 3 



eGFR, estimated glomerular filtration rate; Gb3, globotriaosylceramide; max, maximum value; min, minimum value; QOL, quality of life. 
"One-sample Wilcoxon test. 



significant changes at follow-up evaluations carried out at 6 
and 12 months after the treatment switch as compared with 
preswitch values. Plasma Gb3 levels increased from a preswitch 
value of 3.43 ± 0.69 nmol/l to 3.95 ± 0.86 nmol/l (P = 0.0273) at 
6 months, and then remained stable, with a mean value of 4.02 
± 0.85 nmol/l at 12 months (P = 0.51 17 relative to the 6-month 
value). In addition, Mainz Severity Score Index scores indi- 
cated that all the patients had mild-to-moderate Fabry disease 
at baseline (Mainz Severity Score Index <40) 18 and that the dis- 
ease remained stable at 12 months after switching to agalsidase 
alfa, with some slight improvements in general and neurologi- 
cal scores recorded in three of the individuals (Table 3). In the 
period before the switching of the treatment, four patients had 
a history of stroke. Of these, one has moderate hemiparesis and 
is receiving antiplatelet medication, whereas the other three 
are mild cases as confirmed by computed tomography scans. 
No patient suffered a stroke during the 12 months of follow-up 
after switching to agalsidase alfa. One patient experienced a 
marked drop in GFR during the last 12 months of treatment on 
agalsidase beta (from 75 to 55 ml/min/1.73 m 2 ); after switch- 
ing to agalsidase alfa treatment, the GFR level in this patient 



remained relatively stable and was 55 ml/min/1.73 m 2 at the last 
visit (12 months after the switch). 

Renal function 

All indexes of renal function as assessed by eGFR, includ- 
ing mean, median, minimum, and maximum values, clearly 
ramained stable in both male and female patients with Fabry 
disease who switched from agalsidase beta to agalsidase alfa 
(Table 2). Individual values confirm this finding, with no 
patient demonstrating clinically significant changes in eGFR 
after the ERT switch (Figure 1). As regards renal disease, at 
24 months before the switch when the patients were receiv- 
ing agalsidase beta, five patients were in stage 1 of renal 
disease (eGFR >90 ml/min/1.73 m 2 ), five were in stage 2 
(60-89 ml/min/1.73 m 2 ), and one was in stage 3 (30-59 ml/ 
min/1.73 m 2 ). Identical results were obtained in these patients 
after 12 months of treatment with agalsidase alfa (no statisti- 
cally significant differences were observed using the extended 
McNemar test). 

In addition, blood levels of creatinine, sodium, potassium, 
and (32-microglobulin were determined, and urinalysis was 
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Table 3 Mainz Severity Scores at baseline and 12 months after switching from agalsidase beta (Fabrazyme) to agalsidase 
alfa (Replagal) in 11 patients with Fabry disease 









Score (baseline at switch) 






Score (12 months) 








General 


Neuro 


Cardio 


Renal 


Total 


General 


Neuro 


Cardio 


Renal 


i ota i 


Case 


VJCI luci 


IVIdX V 1 of 


Max (20) 


Max (20) 


Max (18) 


May I7f>\ 


May ri£\ 
IVIdX 1 1 Of 


Max (20) 


Max (20) 


Max (18) 


IVIdX \/OJ 


1 


M 


5 


6 


3 


0 


1 5 


5 


6 


3 


0 


1 5 


2 


P 


5 


7 


19 


8 


39 


5 


7 


19 


8 


39 


3 


M 


7 


8 


1 1 


0 


26 


5 


8 


11 


0 


24 


4 


M 


5 


18 


1 


4 


28 


5 


18 


1 


4 


28 


5 


p 


3 


0 


15 


8 


26 


3 


0 


15 


8 


26 


6 


F 


5 


4 


11 


0 


20 


5 


4 


11 


0 


20 


7 


F 


1 


7 


1 


8 


17 


1 


6 


1 


8 


16 


8 


F 


3 


3 


11 


8 


25 


3 


3 


11 


8 


25 


9 


M 


8 


1 


11 


8 


28 


8 


1 


11 


8 


28 


10 


F 


1 


2 


9 


8 


20 


1 


1 


9 


8 


19 


11 


F 


1 


1 


4 


0 


6 


1 


1 


4 


0 


6 


Mean 




4.09 


5.18 


8.73 


4.73 


22.73 


3.91 


5.00 


8.73 


4.73 


22.36 



Cardio, cardiolovascular; F, female; M, male; Max, maximum possible score; Neuro, neurological. 



numbers of patients in these subgroups were too small to detect 
statistically significant differences at all time points. 

Cardiac ultrasonography was performed during treatment 
with agalsidase beta, and again at 6 and 12 months after the 
switch to agalsidase alfa. Before the switch, the mean ± s.d. inter- 
ventricular septum thickness was 12.1 ± 2.6 mm and the ven- 
tricular posterior wall thickness was 12.3 ± 2.4 mm; 12 months 
after the switch to agalsidase alfa, the interventricular septum 
thickness was 11.0 ± 2.2 mm and ventricular posterior wall 
thickness was 11.5 ± 2.6 mm (Table 4). The improvements in 
these parameters consequent to the switch in treatment, while 
mirroring the reduction in cardiac mass, did not achieve statis- 
tical significance. 

In female patients with heterozygous Fabry disease, preswitch 
values of interventricular septum thickness and ventricular 
posterior wall thickness were 12.3 ±3.1 mm and 11.8 ± 2.3 mm, 
respectively; at 12 months after the switch, these values had 
decreased to 10.7 ± 2.5 mm and 10.6 ± 2.5 mm, respectively. 
However, these decreases in interventricular septum thickness 
(Amean ± s.d.: -1.6 ± 1.5 mm) and ventricular posterior wall 
thickness (Amean ± s.d.: -1.2 ± 0.7 mm), while encouraging, 
were not statistically significant (Table 4). 

Electrocardiography and chest X-ray examination were per- 
formed at intervals of 6 months. Electrocardiography findings 
identified a decrease in RV5 + SV1 in two of the four patients 
with classic-type Fabry disease, and in three of the seven patients 
with heterozygous disease. In 10 of the 1 1 patients, no clinically 
relevant changes were noted in the electrocardiograph after the 
switch from agalsidase beta to agalsidase alfa. One patient with 
classic-type Fabry disease developed atrial fibrillation, but it 
is not known whether this event was associated with worsen- 
ing of Fabry disease or with the switch from agalsidase beta to 
agalsidase alfa. The atrial fibrillation resolved naturally without 



130 




-24 -18 -12 -6 0 6 12 



Treatment (months) 

Figure 1 Individual eGFR values in 11 patients with Fabry disease 
treated with agalsidase beta (months -24 to 0) before being switched 
to treatment with agalsidase alfa (months 6 and 12). eGFR, estimated 
glomerular filtration rate. 

performed to determine the presence of protein, occult blood, 
and (32-microglobulin. None of the results revealed any statisti- 
cally significant or clinically relevant abnormalities after the switch 
from agalsidase beta to agalsidase alfa. 

Cardiac status 

There was significant improvement in cardiac mass after the 
switch in treatment, as demonstrated by reductions in LVM 
index from a preswitch mean ± s.d. value of 58.06 ± 15.65 to 
52.68 ± 13.97 (P = 0.0195) and 51.59 ± 15.57 g/m 2J (P = 0.0137) 
at 6 months and 12 months, respectively (Table 4). The ben- 
efits were observed in both female patients (60.43 ± 18.35 pre- 
switch to 54.54 ± 15.59, P = 0.0625 at 6 months and 52.64 ± 
18.27 g/ m 2 7 , P = 0.0469 at 12 months), and male patients (53.93 
± 10.32 preswitch to 50.35 ± 13.53, P = 0.3750 at 6 months and 
49.75 ±11.54 g/m 2 - 7 , P = 0.3750 at 12 months). However, the 
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Table 4 Cardiac measures at baseline, and 6 and 12 months after switching from agalsidase beta (Fabrazyme) to 
agalsidase alfa (Replagal) in 1 1 patients with Fabry disease 





Patient 
number 


Preswitch 


Postswitch 
(6-12 months) 


Postswitch 
(12 months) 


APreswitch to 
12 months 


Left-ventricular mass index (glm 27 ) 




1 


43.6 


43.4 


46.2 


2.6 




3 


67.4 


68.6 


66.0 


-1.4 


Men 


4 


48.7 


37.5 


38.8 


-10.0 




9 


56.0 


51.9 


48.0 


-8.0 




Mean 


53.9 


50.4 


49.8 


-4.2 




2 


76.8 


64.4 


80.7 


3.8 




5 


64.2 




60.6 


-3.6 




6 


77.3 


59.1 


62.0 


-15.3 


Women 


7 
8 


29.0 

73.6 


28.2 
67.2 


23.3 
51.8 


-5.7 
-21.8 




10 


58.7 


53.8 


51.7 


-7.1 




11 


43.4 




38.4 


-5.0 




Mean 


60.4 


54.5 


52.6 


-7.8 


Total mean 




58.1 


52.7 


51.6 


-6.5 


Interventricular septal thickness" (mm) 




1 


11.6 


11.7 


12.1 


0.5 




3 


12.5 


12.5 


12.5 


0.0 


Men 


4 


9.4 


9.9 


9.1 


-0.3 




9 


13.8 


13.4 


12.8 


-1.0 




Mean 


11.8 


11.9 


11.6 


-0.2 




2 


17.7 


15.7 


14.7 


-3.0 




5 


12.8 




12.6 


-0.2 




6 


12.0 


11.9 


11.8 


-0.2 


Women 


7 
8 


7.2 
12.9 


7.4 
12.4 


7.0 
9.8 


-0.2 
-3.1 




10 


12.8 


10.4 


9.5 


-3.3 




11 


10.5 




9.5 


-1.0 




Mean 


12.3 


11.6 


10.7 


-1.6 


Total mean 




12.1 


11.7 


11.0 


-1.1 


Left ventricular posterior wall thickness 3 (mm) 




1 


11.7 


11.7 


12.4 


0.7 




3 


16.4 


16.0 


16.0 


-0.4 


Men 


4 


10.6 


9.9 


10.8 


0.2 




9 


14.2 


13.9 


12.8 


-1.4 




Mean 


13.2 


12.9 


13.0 


-0.2 




2 


14.3 


14.2 


13.9 


-0.4 




5 


12.5 




12.2 


-0.3 




6 


12.0 


11.9 


10.6 


-1.4 


Women 


7 
8 


7.2 
11.6 


6.5 
11.6 


6.2 
9.4 


-1.0 
-2.2 




10 


13.5 


12.8 


12.1 


-1.4 




11 


11.4 




9.9 


-1.5 




Mean 


11.8 


11.4 


10.6 


-1.2 


Total mean 




12.3 


12.1 


11.5 


-0.8 



■Reference range: 7-12 mm. 
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intervention within 6 months. With regard to chest X-rays, no 
significant differences in cardiothoracic ratio were found after 
the switch to agalsidase alfa. 

Pain 

Pain, measured using the Brief Pain Inventory questionnaire 
for average and worst scores, showed no increase after the 
switch to agalsidase alfa (Table 2). Of the 11 patients, 9 had 
no pain at the time of switching, and they have remained pain 
free 1 year later. Two patients were experiencing pain when the 
switch took place, but there has been some improvement in one 
of them, who has managed to discontinue carbamazepine. 

QOL 

QOL as assessed by EuroQoL-Dimensions confirmed the stabi- 
lization of Fabry disease relative to preswitch values (Table 2). 

Safety and tolerability 

Throughout the observation period, blood tests were per- 
formed monthly, and urinalysis every 3 months. No treat- 
ment-related adverse reactions were noted, with the absence of 
abnormal laboratory test values such as white-cell disturbances, 
thrombocytopenia, and changes in hepatic or renal function. 
No treatment-related atrial fibrillation, ventricular premature 
beats, tachyarrhythmias, cardiac failure, or other events were 
reported within 24 h of administration of ERT. 

One case of a treatment-related allergic reaction (present- 
ing as worsening allergic rhinitis) was noted after adminis- 
tration of agalsidase beta. This patient consistently developed 
nasal discharge when agalsidase beta was administered, but, 
after the switch to agalsidase alfa, no treatment-related allergic 
symptoms occurred in this patient. In the other 10 patients, no 
allergic findings such as chills, nasal discharge, or urticaria were 
documented. 

One patient developed antibodies against agalsidase beta 
(enzyme-linked immunosorbent assay method) and the anti- 
body test remained positive until the switch to agalsidase alfa 
(Immunoglobulin G (IgG) titer 1:3,200). Before the switch 
in treatment was carried out, and again at 6 months and 12 
months after the switch, all the patients were tested for anti- 
bodies against agalsidase alfa using the enzyme-linked immu- 
nosorbent assay method. The results were negative for all the 
patients at all times, including in the patient who tested positive 
for antibodies against agalsidase beta. 

DISCUSSION 

In this report, we present data from 1 1 patients with Fabry dis- 
ease who have received at least 12 months of treatment with 
agalsidase alfa after switching from agalsidase beta. The switch 
was necessitated by a worldwide shortage of agalsidase beta as a 
result of manufacturing problems. There are several important 
differences between these two products. Agalsidase alfa is pro- 
duced by a genetically engineered human cell system whereas 
agalsidase beta is produced using Chinese hamster ovary cells. 
Additional differences include posttranslational modifications 



such as glycosylation, sialylation, and phosphorylation of man- 
nose residues, which may affect tissue distribution and anti- 
body production rates for the two enzymes. The composition 
of the commercial products, including other constituents of the 
formulation, may also cause differences between the two drugs 
as regards risk for hypersensitivity. The approved dosage and 
method of administration of agalsidase alfa involve administer- 
ing 0.2 mg/kg intravenously over a period of 40 min every other 
week; agalsidase beta is administered at 1 mg/kg intravenously 
over a period of 1-2 h every other week. Although both drugs 
came onto the market -10 years ago in Europe, there appears 
to be very little clinical information in terms of efficacy and/or 
safely profiles of patients who have switched from one enzyme 
to the other. 1012 Since our article was submitted for publication, 
Smid and colleagues in The Netherlands have reported findings 
from a study of 35 patients with Fabry disease whose treatment 
was managed during the worldwide shortage of agalsidasebeta. 19 
Initially, all the patients were given a reduced-dosage regimen 
with agalsidase beta before two patients were switched to agal- 
sidase alfa. In the final 12 months, another 18 patients switched 
to agalsidase alfa at different times. The results of this study 
demonstrated no increase in the incidence of clinical events 
during the period of enzyme shortage, although lysoGb3 levels 
increased. The authors attributed these increases to a reduction 
in agalsidase dosage rather than to the change of enzyme. 19 

Long-term treatment with agalsidase alfa has been shown to 
produce substantial and sustained clinical benefits in patients 
with Fabry disease. 20 In this study, we undertook a system- 
atic chart review of retrospective clinical data pertaining to 
1 1 patients who switched ERT from agalsidase beta to agal- 
sidase alfa, and who underwent prospective assessment of 
renal function, cardiac mass, pain, QOL, and plasma Gb3 
levels at 6 and 12 months after switching. The initial find- 
ings are encouraging, and patients who switched to agalsi- 
dase alfa remained stable as assessed by eGFR, while cardiac 
mass (as estimated by LVM index) was significantly improved. 
Furthermore, the 1 1 patients have remained mostly pain free 
with no detrimental changes in QOL. After switching to agal- 
sidase alfa, the patients had somewhat higher plasma Gb3 
levels: 3.43 ± 0.69 nmol/1 preswitch vs. 3.95 ± 0.86 nmol/1 
(P = 0.0297) after 6 months. However, from 6 months onward 
the plasma Gb3 level remained relatively constant and was 
4.02 ± 0.85 nmol/1 after 12 months. The clinical relevance 
of these changes is questionable because, in the absence of a 
control group, it is not known whether the level would have 
increased even if the patients had remained on agalsidase beta 
treatment. Furthermore, the role of Gb3 as a biological marker 
for Fabry disease has been questioned. 8 

The development of neutralizing antibodies is a consider- 
ation with respect to recombinant proteins such as agalsidase 
alfa and agalsidase beta. Cross-reactivity of IgG antibodies 
has been observed against agalsidase alfa and agalsidase beta 
in patients with Fabry disease. 21 However, the IgE antibody 
response to ERT, and possible cross-reactivity of IgE antibod- 
ies to agalsidase alfa and agalsidase beta, does not appear to 
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have been reported. Of note, a case has been reported recently 
of a 17-year-old Japanese boy with Fabry disease who devel- 
oped anti-agalsidase beta antibodies with subsequent eosino- 
philia and adverse clinical symptoms. After the treatment was 
switched to agalsidase alfa, no IgE antibody response occurred 
and the eosinophilia resolved. 22 

It is important to discuss the inherent limitations of our pre- 
liminary investigation of the results of switching ERT in patients 
with Fabry disease. First and foremost, the data are available 
only for a small number of patients, but this is of course due to 
the rare nature of this genetic disorder. This limitation could 
mean that the sample is not truly representative in terms of base- 
line characteristics, disease severity, disease duration, level of 
impairment, or other parameters. It also means that, for some of 
the analyses, the sample size lacks the necessary power to detect 
statistically significant differences and increases the likelihood 
of false positives/negatives. Another potential limitation is the 
fact that clinical assessments were performed by medical chart 
review at several different institutions; some of the retrospec- 
tive data may, therefore, lack consistency because of variations 
among centers as regards the range and type of investigations 
performed and the rigor of data entry. However, these limita- 
tions highlight the problems facing physicians when treating 
patients with Fabry disease, given that each case is different. 
Despite these limitations, the study revealed that all the patients 
maintained disease stability as evidenced by plasma Gb3 levels, 
eGFR, LVM index, pain scores, and QOL indexes throughout 
the 12 months of follow-up. However, longer-term observation 
is needed to confirm the efficacy and safety of switching therapy 
from agalsidase beta to agalsidase alfa in patients with Fabry 
disease. We will continue to monitor clinical efficacy and safely 
outcomes in all the patients in whom treatment is switched 
from agalsidase beta to agalsidase alfa. 

In conclusion, the clinical findings from this study, although 
preliminary in nature, provide an encouraging level of sup- 
port for the idea that patients with Fabry disease who require 
an alternative to agalsidase beta will find it useful to switch to 
agalsidase alfa. This switch in therapy raised no safely concerns 
after 12 months of follow-up. 
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